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Deputy Director for Science end Technology 
Transmittal of OXCART Statue Report 


Attached i» a current OXCART statue report. 


(Signed) Jack C. Ledford 

JACK C. LEDFORD 
COLOHEL U8AF 
Assistant Director 
(Special Activities) 


Atts : As stated 
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